AMENDMENT NO. 2 JULY 2013 
TO 
IS 6938 : 2005 DESIGN OF ROPE DRUM AND CHAIN 
HOISTS FOR HYDRAULIC GATES — 
CODE OF PRACTICE 


(Second Revision) 


(Page 7, clause 4.5.1, para 2) — Substitute ‘Face width of spur gear shall 
not be less than 8 and more than 15 modules.’ for ‘Face width of spur gear shall 
not be less than 8 and more than 12 modules.’ 


(Page 8, clause 4.5.4, sentence 1) — Substitute ‘All spur gear shall be of 
carbon cast steel, forged steel, carbon steel surface hardened steel or fabricated 
mild steel.’ for ‘All spur gear shall be of cast steel, forged steel, carbon steel 
surface hardened steel or fabricated mild steel.’ 
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